Brief comment text:

I am writing in opposition to the proposed rulemaking to reconfigure the 902-928 MHz band for deployment of 5G technologies.  As a senior researcher at one of the nation's national laboratories, I can speak to the fact that there are innumerable devices and systems using the 900 MHz part 15 spectrum for telemetry, control and communications in the scientific, industrial and consumer spaces.  Allowing a single entity to "own" this spectrum would unreasonably displace these technologies at considerable cost to many users in government, industry and consumer spaces.  Many users have considerable investment in weather stations that use low-power 900 MHz sensors which would be interfered with by this proposed service.  There are home control systems such as Z-wave that operate in this spectrum, which could suddenly become unreliable or unusable if the proposed service occupies the band. Industrial and commercial uses operate elaborate LoRA networks in this spectrum.  My own power company uses 900 MHz links for control and monitoring of our electric meters. It is too late to try to "take back" this spectrum which has thrived with unlicensed, low-power devices all coexisting without issue and allowed many useful technologies to evolve and grow from it.  NextNav should have acted a long time ago if they were really going to make use of the spectrum.  Instead we see years and years of "parking" on their license, with no deployment of anything.  It now appears they simply wish to monetize their license at a potentially huge expense, inconvenience and loss of capability for users that did make use of the spectrum.  Please consider that.
